Mr. Saramons Indicated that he and Mr. Canada worked at the sample
house during the first two weeks of their employment and no one complained
about the quality of his work.  He then went to work on the refuse bin
project and immediately experienced problems because the holes in the
steel beams would not align and fit when they attempted to construct
the structure, and he testified as to the work performed on that project
during Monday through Wednesday of the week they started that project.
After Mr. Bates expressed some disappointed in the rate of production
at the project, he called a meeting at which he (Sammons) mentioned the
need for another crane, and since two boom trucks were idle, Mr, Sammons
believed that one of those trucks could have been used to hoist a cage.
Mr. Sammons believed that one of those trucks could have been used to
hoist a cage. Mr. Sammons stated that he also mentioned belts that
would fit and taglines (Tr. 140-141).  He confirmed that Mr. Bates agreed
with "the safety part of the job" but disagreed that "extra equipment"
such as cranes, baskets, or safety belts were required to do the job
(Tr. 143).  When asked whether Mr. Bates actually made the statement that
no extra equipment would be provided, Mr, Sammons replied "that's my
interpretation of what he meant" (Tr. 143).  When asked whether Mr. Bates
specifically addressed safety belts, Mr. Sammons replied "Not specific.
It was talked in general except for the crane and the basket". As for
the use of the basket, Mr. Sammons testified as follows (Tr. 143-144):

A.  He made it plain and clear on Thursday when
they was building the basket that nobody was to use that
basket except the bolt-up men.  As I said, there was no
access to the inside of the building, and it was a flat
surface, vertical, and there was no way to station
yourself there.

Mr. Sammons confirmed that Mr. Gravlee bid off the connectors job,
and he believed he did so because he was afraid of climbing the steel
(Tr. 146). Mr. Sammons also confirmed the fact that the steel was wet
from dew until about 9:45 a.m., on the day they were assigned to the bin
structure, but he conceded that other work was performed while waiting
for it to dry out (Tr. 148).  Mr, Sammons also indicated that he discussed
the matter of safety belts and a lanyard with Mr. Bates and advised him
that they were needed to secure themselves to the outside of the structure,
but Mr, Bates denied it.  However, he stated that he was provided with a
safety belt and lanyard but that they were too big, and he had to use
his own belt (Tr. 151).

Mr. Sammons described the work he performed on September 18, and
indicated that he and Mr. Canada were working together on the steel
structure, but that he made the upper connection at the "X" where the two
beams crossed and then went to assist Mr, Canada make the lower one.
Mr. Canada was experiencing a problem with alighment of the holes and
it eventually had to be "burned".  In his opinion, the holes could not
be lined up sufficient enough to put a bolt through without being "burned"
(Tr. 156-160). Mr. Sammons stated that he was tied off at the "X"
location while making that connection (Tr. 161).  He described the diagonal
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